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XIV. ExtraSl of Two Meteorological Journals of the Weather ob'-- 
ferved at Nain in 57° North hat it tide ^ and at Okak in ^f 20^^ 
North Latitude, both on the Co/i/i of Tudhmdore. Cointnuni' 
cated by Mr. De la Trobe, 



Read March 8, 1781. 
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